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YOU will find it profitable and we trust interesting to carefully scrutinize our new catalogue. We offer a large 
number of new patterns and have extended somewhat the scope of our lines, thus affording our patrons 
a broader field of selection than has heretofore been possible. In the creation of new designs, it has been our 
effort to produce universally popular and salable patterns and to carefully avoid "freaks," thus assuring our 
patrons a readily marketable product. 

Reference to our Nickel Alarm line will be of especial interest. In deference to a general demand for a low 
priced clock with a high grade movement, we introduced The Rattler, which has fully met every requirement and is 
perhaps the most universally popular ordinary alarm clock ever offered to the public. Perceiving the advantages and 
assured popularity of a Nickel Alarm Clock having a contained or concealed bell (bell entirely within the case), we 
brought out about two years ago the Rotator. The immediate and universal popularity of "The Clock with the 
Concealed Bell" fully justified its production. Having fully confirmed by actual trial and test, the practicable advant- 
ages of this method of construction, as well as the desirability of design from the consumers' standpoint, we now offer 
several other patterns, including both long and alternating alarms constructed upon this new principle, and believe 
we are fully justified in the opinion that this method of construction will largely supersede the old style alarm clocks 
(except possibly the very cheapest makes) made with bell on top or back, and practically revolutionize the method 
of nickel alarm construction. 

A noticeable demand for natural grain, quartered oak and mahogany finished cases, at popular prices has in- 
fluenced us to extend our lines in this class of eight-day clocks. A combination of beautiful and artistic designs, ex- 
cellent finish, together with extraordinarily low prices assure a ready market for these clocks. 

The superiority in design and finish of our enameled wood (imitation marble) cases is so well established with 
the trade and public generally that it is unnecessary to here comment on it. Being first in the field in the manufacture 
of this class of cases, we have always been foremost in the line of improvements, and have at all times maintained 
our supremacy. Among the new patterns shown this season will be found a number of attractive designs at prices 
never before approached. 

The superiority of our embossed kitchen clock cases is the result of artistic and practical designs, skillful die 
work and superior workmanship and finish. Sensing a desire in certain quarters for a line of kitchen clocks of a plain 
high-grade finish, essentially superior in tone to the best embossed kitchen clocks, we offer the New Departure 



line, which we believe will appeal to a demand hitherto ignored by manufacturers of kitchen clocks. This line is well 
adapted to the requirements of the jeweler whose trade can and does discriminate between a plain, substantial tone 
and ornate cheapness. 

We also offer a very complete line of hanging (office) clocks, which for style, finish and price are unsurpassed. 

A thorough testing and inspection system is rigidly maintained. Every movement is run and thoroughly 
tested before it leaves the factory, and, with proper usage, is warranted a correct timekeeper. The case of every 
clock, before packing, is critically examined for defects in workmanship and finish. 

The reason INGRAHAM CLOCKS are better than other makes is not because they just happen to be so, but 
is the result of a combination of circumstances brought about by practically perfect organization and manufacturing 
conditions, to wit : proficiency and experience on the part of superintendents and workmen, the use of the best materials 
obtainable, the adoption of the best known methods and processes of manufacture that science and experience in the 
art of clock making have sanctioned, together with extreme care and attention to details at every stage of manufacture. 

Our well-known policy of distributing our product strictly through the medium of the jobber will be continued. 
The positive advantage and protection thus secured to the jobber handling Ingraham Clocks is apparent. At the 
same time the benefits of this system to the retailer are quite as marked. Owing to our liberal jobbing discounts, 
the retailer enjoys every advantage in price, etc., that accrues from dealing direct with the manufacturer, and is as- 
sured much more prompt delivery at a minimum cost of transportation, on account of his proximity to the source 
of supply, the warehouse of every iobber being a local depot for the distribution of Ingraham Clocks. 

THE E. INGRAHAM COMPANY. 



All Enameled Clocks packed singly. 

All Oak and Walnut Mantel clocks packed six in a box. 

All Kitchen, Hanging, 8 in., 10 in., 12 in. Drop Octagon, 
8 in., 10 in., 12 in. Ingot, Lyric, Lustre and Dew 
Drop clocks packed six in a box. 

All other hanging clocks, packed singly. 



When clocks are packed regularly six in a box, an ad- 
ditional charge of ten cents per clock is made for 
packing singly. 

Kitchen Mantel, or Hanging clocks fitted with: 

Gongs, 45 cents each additional, list. 

Alarms, 45 cents each additional, list. 

Calendar, 40 cents each additional, list. 

Thermometer and Barometer, 55 cents each additional.list. 
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This clock is 6J^ inches in 
height, with 4^-inch dial. Case 
nickeled and highly polished. 
The movement is made of the 
best material obtainable and is 
constructed on scientific principles 
by the best methods and work- 
manship. 

Every clock is thoroughly 
tested before it leaves the factory 
and is warranted a first class 
timekeeper. The alarm adjust- 
ment will be found practically 
perfect, and the alarm may be 
relied upon to "go off" at the 
time set. 








The clock is fitted with a 
"shut off" lever by means of 
which the alarm may be discon- 
tinued at will. 

Special attention is called to 
the winding keys which are of 
the "turn down" variety, but so 
constructed that they will not 
drop down. The advantage of 
such a key over the ordinary 
winding key which drops down 
each time the operator lets go to 
take a new hold will be appre- 
ciated. All our alarm clocks 
are fitted with these keys. 

Packed 50 clocks in a box, each 
clock in a separate pasteboard 
box. 



THE RATTLER 

List price, per clock, $1.46 
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This clock is 6J^ inches in 
height, with 42^-inch dial. Case 
of seamless drawn brass, nickeled 
and highly polished. The move- 
ment is made of the best material 
obtainable for the purpose, and is 
constructed on scientific prin- 
ciples by the best methods and 
workmanship. 




Every clock is thoroughly 
tested before it leaves the factory 
and is warranted a first class 
timekeeper. The alarm adjust- 
ment will be found practically 
perfect, and the alarm may be 
relied upon to "go off" at the 
time set. 

It is fitted with a "shut off" 
lever by means of which the 
alarm may be discontinued at 
will. 

Packed 50 clocks in a box, 
each clock in a separate paste- 
board box. 



STANDARD 

List price, per clock, $1.55 
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SIREN 

List price, per clock. $1.75. 



The Clock with the Concealed 
Bell 

This clock is 6 inches in height, 
with 4 3^-inch solid brass reverse dial. 
Case nickled and highly polished, 
with movement the same high grade 
used in all our alarm clocks. It has 
four minute long alarm with "shut 
off" lever by means of which alarm 
may be discontinued at will. 

The bell is contained entirely within 
the case, being located between 
the dial and the movement. 

The perforations around the peri- 
phery of dial serve the double purpose 
of letting out the sound and marking 
the minute periods. 

To prevent dust getting into the 
movement through these perfora- 
tions, a dust cap is located between 
the bell and movement, dividing 
the case into two compartments 
absolutely separated. The forward 
one is perforated and contains the 
bell, and the other is perfectly tight 
and dust proof, and contains the 
movement; all of which is clearly 
shown in interior view. 

A bell arranged in this manner 
has many advantages over placing 
it on top of case, or at the back. 
Being wholly within the case, it 
cannot be muffled by coming in 
contact with any foreign object, 
nor can it be displaced or thrown 
out of adjustment, as frequently 
happens when the bell is on top 
or back of case. 

As the diameter of the bell is 
practically that of the interior of 
the case, it is in consequence much 
larger and noisier than any other bell 
on the market. 

Packed 50 clocks in a box, each 
clock in a separate pasteboard box. 



A-Dial 

B-Belf 
C— Dust Cap 
Movement 
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SIREN 

(Interior View) 
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This clock is % x /i inches in 
height, with 43^-inch dial. Case 
of seamless drawn brass, nickeled 
and highly polished. The move- 
ment is made of the same high 
grade material and workmanship 
as characterizes all our alarm 
clocks and is thoroughly tested 
and fully guaranteed. 

The alarm rings for about a 
quarter of a minute, and is silent 
a similar period, alternating thus 
for about twelve minutes, but is 
fitted with a manual "shut off" 
by means of which the alarm may 
be discontinued at will. 




The "Alternator" is recom- 
mended to all, both light and 
sound sleepers, as positively the 
safest and surest guarantee of 
being aroused at the time desired. 
Many ultra-sound sleepers, after 
using the common, continuous 
alarm clock a short time, have 
found that the alarm awakes them 
momentarily only, and they again 
lapse into slumber, the alarm 
having failed of its purpose. The 
alternate noise and silence of the 
"Alternator" is so irritating in 
its effect and so persistent in 
keeping at it, that it never fails 
of its object. 

Packed 50 clocks in a box, each 
clock in a separate pasteboard 
box. 



ALTERNATOR 

List price, per clock, $1.90 
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This clock is 7 inches m 
height, with 4^-inch dial. Case 
of seamless drawn brass, nickeled 
and highly polished. It is fitted 
with the same high grade move- 
ment as used in the "Alternator," 
which is a guarantee of quality 
unsurpassed. 

The alarm rings for about a 
quarter of a minute, and is silent 
a similar period, alternating thus 
for about twelve minutes, but is 
fitted with a manual "shut off" 
by means of which the alarm may 
be discontinued at will. 




All the advantages claimed for 
the alternating feature of the 
"Alternator" obtain in this clock 
in addition to which the alarm is 
very much louder on account of 
the extra large bell, which also 
gives the clock a very superior 
appearance. 

Packed 50 clocks in a box, each 
clock in a separate pasteboard 
box. 



DI-ALTERNATOR 

List price, per clock, $2.05 
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VIBRATOR 

List price, per clock, $2.20. 



The Clock with the Concealed 
Bell 

This clock is 6 inches in height, 
with 4 J^-inch solid brass silver plated 
reverse dial. Solid brass case, old 
brass finish. Movement the same 
high grade used in all our alternating 
alarm clocks. Thoroughly tested and 
fully guaranteed. 

The alarm rings about a quarter 
of a minute and is silent a similar 
period, alternating thus for about 
twelve minutes and provided with 
a manual stop by means of which 
the alarm may be discontinued at 
will. 

The bell is contained entirely 
within the case, being located be- 
tween the dial and movement. 

The perforations around the peri- 
phery of dial serve to let out the sound 
as well as to mark the minute periods. 

To prevent dust getting into 
the movement through these per- 
forations, a dust cap is located 
between the bell and the movement, 
dividing the case into two com- 
partments absolutely separated. The 
forward one is perforated and con- 
tains the bell, and the other is 
perfectly tight and dust proof, and 
contains the movement; all of which 
is clearly shown in interior view. 

The advantages of this construction 
are referred to in some detail on page 
six and is worthy of attention. The 
invisible bell marks the acme of 
advancement in nickel alarm con- 
struction. 

As the diameter of the bell is 
practically that of the interior of 
the case, it is in consequence much 
larger and noisier than any other 
bell on the market. 

Packed 50 clocks in a box, each 
clock in a separate pasteboard box. 



A-Dial 
B-Bell 
C— Dust Cap 
D— Movement 




VIBRATOR 

(Interior View) 
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ROTATOR 

List price, per Clock, $2.35 



The Clock with the Concealed 
Bell 

This clock is C inches in height, 
with 4 }^-inch dial. Case of seam- 
less drawn brass, nickeled and highly 
polished, with movement the same 
high grade used in all our alternating 
alarm clocks. 

The alarm rings about a quarter 
of a minute and is silent a similar 
period, alternating thus for about 
twelve minutes and provided with 
a manual stop by means of which 
the alarm may be discontinued at 
will. 

The bell is contained entirely 
within the case, being located be- 
tween the dial and movement. 
The case is encircled with perfor- 
ations to allow the sound to escape. 
To prevent dust getting into the 
movement through these perfo- 
rations, a dust cap is located 
between the bell and movement, 
dividing the case into two com- 
partments absolutely separated. The 
forward one is perforated and con- 
tains the bell, and the other is per- 
fectly tight and dust proof, and con 
tains the movement; all of which 
is clearly shown in interior view. 

The advantages of this construction 
are specifically referred to on page 
six. The very superior appearance of 
"The Clock with the Concealed Bell" 
is obvious. 

As the diameter of the bell is prac- 
tically that of the interior of the case, 
it is in consequence much larger and 
noisier than any other bell on the 
market. 

Packed 50 clocks in a box, each 
clock in a separate pasteboard box. 



A-Diat 

B-Bell 
C— Dust Cap 
D— Movement 




ROTATOR 

(Interior View) 
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Height, 6 inches. 
Length of base, 10 inches. 
Dial, 4 J j inches, solid 
brass silvered. Case and 
base of seamless drawn 

brass, old brass finish. 

High grade movement. 

The alarm rings aboul 
a quarter of a minute 

and is silent a similar pe- 
riod, alternating thus for 
about twelve 
minutes and 
provided with 
a manual Stop 
b y m e a n s o f 
which thealarm 
may be discon- 
tinued at will. 



% 




The bell is contained 
entirely within tin- case, 
being located between 
tlu' dial and movement, 
as shown in interior 
view > if Rotator, page 10. 

Packed 24 clocks in a 

box, each clock in a 

separate pasteb< tard 1 ox. 



CLARION 

List price, per clock, IjW.K) 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 




4^-inch 

Porcelain Dial 

Natural Grain 

Mahogany Rubbed 

Finish 

Height, 12^ inches 

Length of Base, 

9K inches 



AZURE 

$9.50 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 








BELFRY 

$9.50 



4 3^ -inch 

Porcelain Dial 

Case Natural Grain 

Mahogany Rubbed 

Finish 

Height, 12J^ inches 

Length of Base 

9J^ inches 



14 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 




4 J^-inch 
Porcelain Dial 

Case Quarter Oak 

or Mahogany Veneer 

HAND POLISHED 

Height, 12J4 inches 

Length of Base 

9J^2 inches 



Bethel. . .Golden Oak Essex. . . .Mahogany 

Each, 99.50 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 




43^-inch 

Porcelain Dial 

Case Natural Grain 

Mahogany Rubbed 

Finish 

Height, 11 inches 

Length of Base 

123^2 inches 



ARGENT 

$10.50 



16 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 




43^-inch 

Porcelain Dial 

Case Natural Grain 

Mahogany Rubbed 

Finish 

Height, 11 inches 

Length of Base 

123^ inches 



ALLIANCE 

$10.50 
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Eight Day- 
Patent Regulator 
Hour Cathedral Gong 
Half Hour Cup Bell 




43^-inch 

Porcelain Dial 

Case Natural Grain 

Mahogany Rubbed 

Finish 

Height, 11 inches 

Length of Base 

12^ inches 



ANTLER 

$10.50 



18 
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Eight Day- 
Patent Regulator 
Hour Cathedral Gong 
Half Hour Cup Bell 




WIZARD 

$6.45 



White or Fancy Dial 
Dial, 5 inches 

Height, 10% inches 

Length of Base 

10 inches 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 




PEARL 

$7.00 



White or Fancy Dial 

Dial, 5 inches 

Height, 11 inches 

Width, 10 inches 



20 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 




MARBLEITE No. 2 

$7.00 



White or Fancy Dial 

Dial, 5 inches 

Height, 11 inches 

Width, 10 inches 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 




White or Fancy Dial 

Dial, 5 inches 

Height, 10 % inches 

Length of Base 

llj^ inches 



OPAL 

$7.15 



22 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 inches 

Height, 10% inches 

Length of Base 

11 inches 

Imitation Onyx Columns 



ELITE 

$7.15 



THE E. INGRAHAM CO., BRISTOL, CONN. 



23 



Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 




RIVAL 

$7.20 



White or Fancy Dial 

Dial, 5 inches 

Height, 11 inches 

Length of Base 

12 inches 



24 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 




White or Fancy Dial 

Dial, 5 inches 

Height, 11M inches 

Length of Base 

llj^ inches 



RUBY 

$7.30 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 




White or Fancy Dial 

Dial, 5 inches 

Height, 11 inches 

Length of Base 

133/2 inches 

Marbleized Mouldings 

Green Metal Columns 



BIJOU 

$7.30 



26 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




CAMEO 

$7.30 



Dial, 5 inches 

Height, 11 inches 

Length of Base 

133^ inches 

Green Marbleized 

Mouldings and Panels 

Engraved 

Wood Columns 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 inches 

Height, 11% inches 

Length of Base 

12 inches 

Marbleized Columns 



PRINCETON 

$7.45 



28 



THE E. INGRAHAM CO., BRISTOL, CONN. 



Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 inches 

Height, 11 inches 

Length of Base 

133^ inches 

Green Marbleized 

Mouldings and Panels 

Metal Columns 



ALDINE 
$7.45 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 inches 

Height, 11 }^2 inches 

Length of Base 

12 inches 

Green Metal Columns 



DON 

$7.60 



30 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 inches 

Height, 11 inches 

Length of Base 

14% inches 

Green Marbleized 

Mouldings 

Green Metal Columns 



DIVAN 

$7.80 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 inches 

Height, 11 inches 

Length of Base 

16J<£ inches 

Marbleized Columns 



YALU 

$7.90 



32 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




<£r 



>S§> 



SHIMOSA 

$8.00 



Dial, 5 inches 

Height, 11 inches 

Length of Base 

17 % inches 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 inches 

Height, 11 inches 

Length of Base 

17 3^2 inches 

Marbleized Columns 



SEOUL 

$8.00 



34 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




CORAL 

$8.10 



Dial, 5 inches 

Height, 11 inches 

Length of Base 

15 inches 

Marbleized Mouldings 

Engraved 

Wood Columns 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 inches 

Height, 11 inches 

Length of Base 

lG}i inches 

Marbleized Mouldings 

Metal Columns 



DUCAL 

$8.10 



36 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 inches 

Height, 11 inches 

Length of Base 

15 inches 

Marbleized Mouldings 

Metal Columns 



CENTAUR 

$8.10 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 inches 

Height, 12 inches 

Length of Base 

14'K inches 

Marbleized Mouldings 

and Panels 

Metal Columns 



CANOPY 

$8.15 



38 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




CARMEN 

$8.15 



Dial, 5 inches 

Height, 11 inches 

Length of Base 

15 inches 

Marbleized Mouldings 

Metal Columns 



THE E. INGRAHAM CO., BRISTOL, CONN. 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 inches 

Height, 11 inches 

Length of Base 

16 inches 
Metal Columns 



CLIMAX 

$8.20 



40 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 

Dial, 5 inches 




STRATFORD 
$8.20 



Height, 11 inches 

Length of Base 

16 inches 

Imitation 

Onyx Columns 

Marbleized Mouldings 

and Panels 



THE E. INGRAHAM CO., BRISTOL, CONN. 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 inches 

Height, 11 inches 

Length of Base 

153^2 inches 

Marbleized Mouldings 



FOCUS 

$8.30 



42 
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P%v 



Eight Day- 
Patent Regulator 
Hour Cathedral Gong 
Half Hour Cup Bell 
White or Fancy Dial 
Dial, 5 inches 




CORONA 

$8.40 



Height, 11 inches 

Length of Base 

17 inches 

Marbleized Mouldings 

Engraved 

Wood Columns 

Mahogany Panels 

Between Columns 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 inches 

Height, 11 inches 

Length of Base 

15 Y<i inches 

Marbleized Mouldings 

and Columns 



LUZON 

$8.40 



44 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 inches 

Height. 11 i/o inches 

Length of Base 

17 inches 

Marbleized Mouldings 

Imitation 

Onyx Columns 



CORSAIR 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 

Dial, 5 inches 




Height, 11 inches 

Length of Base 

17 inches 

Marbleized Mouldings 

Engraved 

Wood Columns 



GYPSY 

$8.55 



46 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




CROCUS 

$8.55 



Dial, 5 inches 

Height, 11 inches 

Length of Base 

17 inches 

Marbleized Mouldings 

Imitation 

Onyx Columns 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




REGAL 

$8.65 



Dial, 5 inches 

Height, 11 inches 

Length of Base 

17 inches 

Marbleized Mouldings 

and Columns 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 inches 

Height, 11J4 inches 

Length of Base 

15 x /± inches 

Hand Decorated 

Porcelain Columns, 

Imitation Onyx or 

Metal Columns 



ERNA 

Imitation Onyx or Metal Columns, $8.65. Porcelain Columns, $8.90. 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 inches 

Height, 1 1 inches 

Length of Base 

17 inches 

Marbleized Mouldings 

Metal and Onyx 

Columns 



PHENIX 

$8.65 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 inches 

Height, 11 inches 

Length of Base 

16 inches 

Imitation 

Onyx Columns 

Marbleized Mouldings 



VICAR 

$8.75 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 inches 

Height, 11 finches 

Length of Base 

17 inches 

Marbleized Mouldings 

and Columns 



CYMBAL 

$8.75 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial. 5 inches 

Height, 1134 inches 

Length of Base 

16J/£ inches 

Marbleized Mouldings 

Metal Columns 



JASPER 

$8.75 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 inches 

Height, 12 inches 

Length of Base 

12 inches 

Imitation Onyx Columns 



ALCAZAR 

$8.75 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 inches 

Height, HM inches 

Length of Base 

1334 inches 

Imitation Onyx or 

Metal Columns 

Marbleized Mouldings 



BETA 

$8.75 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




LANCET 

$8.75 



Dial, 5 inches 

Height, 113^ inches 

Length of Base 

16 inches 

Metal Columns 

Marbleized Mouldings 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 inches 

Height, 12^4 inches 

Length of Base 

17 inches 

Imitation 

Onyx Columns 

Marbleized Mouldings 



MAJESTIC 

$8.90 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 inches 

Height, 11 inches 

Length of Base 

17 Yi inches 

Marbleized Mouldings 

and Columns 



ADRIAN 

$8.00 



58 



THE E. INGRAHAM CO., BRISTOL, CONN. 



Eight Day 

Patent Regulator 

Hour Cathedral Gong' 

Half Hour Cup Bell 

White or Fancy Dial 




MOSAIC 

$8.90 



Dial, 5 inches 

Height, 11 inches 

Length of Base 

17J4 inches 
Metal Columns 



THE E. INGRAHAM CO., BRISTOL, CONN. 



59 



Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 inches 

Height, 12 inches 

Length of Base 

16 inches 

Marbleized Mouldings 

Imitation Onyx Columns 



NEBULA 

$8.90 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 inches 

Height, 12 inches 

Length of Base 

12 inches 

Hand Decorated 

Porcelain Columns 



GRENADA 

$9.00 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 inches 

Height, 11 inches 

Length of Base 

18 J4 inches 

Marbleized Mouldings 

Imitation Onyx Columns 



ZENITH 

$9.10 

This Clock may be fitted with alarm, when so ordered, at 75 cents additional list. 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 inches 

Height, 11^ inches 

Length of Base 

17 inches 

Marbleized Mouldings 

Brass Columns 



TUSCAN 

$9.10 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 inches 
Height, 11 inches 
Length of Base 

16 J4 inches 
Metal Columns 



DOVER 

$9.30 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 inches 

Height, 11 inches 

Length of Base 

17Vo inches 

Marbleized Mouldings 

Metal Columns 



EMPRESS 
$y.30 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 inches 

Height, 12 inches 

Length of Base 

173^2 inches 

Marbleized Mouldings 

and Columns 



MONARCH 

$9.40 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




IOLA 

$9.40 



Dial, 5 inches 

Height, 11^ inches 

Length of Base 

163^ inches 

Imitation Onyx Columns 

Marbleized Mouldings 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 inches 

Height, 113^2 inches 

Length of Base 

17^ inches 

Imitation Onyx Columns 

Marbleized Mouldings 



CURFEW 

$9.50 
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Eight Day- 
Patent Regulator 
Hour Cathedral Gong 
Half Hour Cup Bell 
White or Fancy Dial 
Dial, 5 inches 




Height, 12 inches 

Length of Base 

16^ inches 

Imitation 

Onyx Columns 

Marbleized Mouldings 



BELOIT 

$9.50 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 inches 

Height, 11 inches 

Length of Base 

15^ inches 

Marbleized Mouldings 
and Columns 



ERMINIE 

$9.75 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 inches 

Height, 12 inches 

Length of Base 

1634 inches 
Metal Columns 



AMHERST 

$10.00 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 inches 

Height, 12 Ji inches 

Length of Base 

17J^ inches 

Marbleized Mouldings 

Metal Columns 



VESTAL 
$10.00 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 inches 

Height, 11 inches 

Length of Base 

143^ inches 

Imitation 

Onyx Columns 



CYCLE 
$10.00 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 

Dial, 5 inches 




Height, 1234 inches 

Length of Base 

173^ inches 

Imitation 

Onyx Columns 

Marbleized Mouldings 



CRITIC 

$10.00 
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ALAMEDA 
ASSORTMENT 

MISSION MANTEL CLOCKS 

Dial, 6 inches 

Cast Metal Figures 

Height, 19 inches 

Width, 11% inches 

Hour and Half Hour Strike 

Genuine Oak Mission Finish 

Three Styles 
Six Clocks in a Box 

94.35 



ALTO 




LAREDO 
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ALAMEDA 
ASSORTMENT 

MISSION MANTEL CLOCKS 

Dial, 6 inches 

Cast Metal Figures 

Height, 19 inches 

Width, 11M inches 

Hour and Half Hour Strike 

Genuine Oak Mission Finish 

Three Styles 

Six Clocks in a Box 

$4.35 



MADRID 

SOLID OAK 

MISSION FINISH 

Dial, 12 inches 

Height, 28J^ inches 

Eight Day, Time, $7.30 

Eight Day, Strike, $8.30 




SAN JOSE 



MADRID 



ANTWERP 



SOLID OAK — MISSION FINISH 



'ifirili 




J 6 5 . . 




Dial, 12 inches Height, 32 inches 

Eight Day, Time $7.70 

Eight Day, Strike 8.70 
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NEW DEPARTURE 
LINE 

Five Inch Solid Brass Dial, 
with Silvered Metal Orna- 
ments in Corners 
Eight Day 
Hour and Half Hour 
Cathedral Gong Strike 
Two Styles of Case 
Each Style in Three Colors, 
Golden Oak, Antique Oak, 
and Mahogany Rubbed Finish 
Height, 18 inches 
List each, $4.35 
Fitted with Alarms, 45 cents 
each, additional list 
Six Clocks in a Box 
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PALLET 




REBUS 
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LAKE LINE 

Dial, 6 inches 
Height, 22 inches 
Eight Day 
Hour and Half Hour Strike 

$3.80 

Fitted with Alarms or Gongs, 
45 cents additional, list 



CAYUGA — Oak 




ITASCA — Oak 



THE E. INGRAHAM CO., BRISTOL, CONN. 



79 




LAKE LINE 

Dial, 6 inches 
Height, 22 inches 
Eight Day- 
Hour and Half Hour Strike 

$3.80 

Fitted with Alarms or Gongs, 
45 cents additional, list 




MICHA — Oak 



KEUKA — Oak 
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LAKE LINE 

Dial, 6 inches 

Height, 22 inches 

Eight Day 

Hour and Half Hour Strike 

$3.80 

Fitted with Alarms or Gongs, 
45 cents, additional, list 




ONEIDA — Oak 



SENECA — Oak 
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OCEAN LINE 

Dial, 6 inches 

Height, 22% inches 

Eight Day 

Hour and Half Hour Strike 

$3.80 

Fitted with Alarms or Gongs, 
45 cents additional, list 

Three Styles 
Six Clocks in a Box 




ATLANTIC — Oak 



PACIFIC — Oak 
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OCEAN LINE 

Dial, 6 inches 
Height, 22 M inches 
Eight Day 
Hour and Half Hour Strike 

$3.80 

Fitted with Alarms or Gongs, 

45 cents additional, list 

Three Styles 

Six Clocks in a Box 



KING LINE 

Dial, 6 inches 
Height, 22% inches 
Eight Day 
Hour and Half Hour Strike 

$3.80 

Fitted with Alarms or Gongs, 

45 cents additional, list 

Three Styles 

Six Clocks in a Box 




ARCTIC — Oak 



EDWARD — Oak 
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31 



==?: 



KING LINE 

Dial. 6 inches 

Height, 22% inches 

Eight Day 

Hour and Half Hour Strike 

$3.80 

Fitted with Alarms or Gongs, 

45 cents additional, list 

Three Styles 

Six Clocks in a Box 




WILHELM — Oak 




w^m^A^ mm>^&M± 



HUMBERT — Oak 
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FLOWER LINE 

Dial, 6 inches 

Height, 22 inches 

Eight Day 

Hour and Half Hour Strike 

$3.80 

Fitted with Alarms or Gongs 
45 cents additional, list 

Six Styles 
Six Clocks in a Box 




TULIP —Walnut 



VIOLET — Oak 
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FLOWER LINE 

Dial, 6 inches 

Height, 22 inches 

Eight Day 

Hour and Half Hour Strike 

$3.80 

Fitted with Alarms or Gongs, 

45 cents additional, list 

Six Styles 

Six Clocks in a Box 



WESTMINSTER 

Dial, 6 inches 

Height, 2434 inches 

Eight Day 

Hour and Half Hour Strike 

$4.80 

Fitted with Alarms or Gongs, 

45 cents additional, list 

Packed 6 Clocks in a Box 




LILY — Oak 



WESTMINSTER 
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NATIONAL LINE 

Dial, 6 inches 
Height, 22 inches 
Eight Day- 
Hour and Half Hour Strike 

$3.80 

Fitted with Alarms or Gongs, 
45 cents additional, list 



CAPITOL 
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NATIONAL LINE 

Dial, 6 inches 

Height, 22 inches 

Eight Day 

Hour and Half Hour Strike 

$3.80 

Fitted with Alarms or Gongs, 
45 cents additional, list 




FREEDOM 



PEERLESS 
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NATIONAL LINE 

Dial, 6 inches 

Height, 22 inches 

Eight Day 

Hour and Half Hour Strike 

$3.80 

Fitted with Alarms or Gongs, 
45 cents additional, list 



UNION 




BANNER 
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STAR LINE 

Dial, 6 inches 

Height, 22 % inches 

Eight Day 

Hour and Half Hour Strike 

$3.80 

Fitted with Alarms or Gongs, 
45 cents additional, list 




URANIA — Oak 



THALIA — Oak 



90 



THE E. INGRAHAM CO., BRISTOL, CONN. 




STAR LINE 

Dial, 6 inches 

Height, 22 % inches 

Eight Day 

Hour and Half Hour Strike 

$3.80 

Fitted with Alarms or Gongs, 
45 cents additional, list 



DIANA — Oak 




VESTA — Oak 
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STAR LINE 

Dial, 6 inches 

Height, 22% inches 

Eight Day 

Hour and Half Hour Strike 

$3.80 

Fitted with Alarms or Gongs, 
45 cents additional, list 




AURORA — Oak 



MINERVA— Oak 
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RIVER LINE 

Dial, 6 inches 
Height, 23 inches 
Eight Day 
Hour and Half Hour Strike 

$3.95 

Fitted with Alarms or Gongs, 
45 cents additional, list 




DELAWARE — Oak 



SUWANEE — Oak 
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RIVER LINE 

Dial, 6 inches 

Height, 23 inches 

Eight Day 

Hour and Half Hour Strike 

$3.95 

Fitted with Alarms or Gongs. 
45 cents additional, list 




BRAZOS — Oak 



GILA — Oak 
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RIVER LINE 

Dial, G inches 

Height, 23 inches 

Eight Day 

Hour and Half Hour Strike 

$3.95 

Fitted with Alarms or Gongs, 
45 cents additional, list 




WABASH — Oak 



NIAGARA — Oak 
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TABLET LINE 

Dial, 6 inches 
Height, 22 % inches 
Eight Day- 
Hour and Half Hour Strike 

$3.95 

Fitted with Alarms or Gongs, 
45 cents additional, list 

Three Styles 
Six Clocks in a Box 








DRAGON — Oak 



DULCET — Oak 
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TABLET LINE 

DOUBLET 

Dial, 6 inches 

Height, 22 3 4 inches 

Eight Day 

Hour and Half Hour Strike 

$3.95 

Fitted with Alarms or Gongs, 

45 cents additional, list 

Three Styles 

Six Clocks in a Box 

MIRROR LINE 

REFLECTOR 



Dial, 6 inches 

Height, 22 % inches 

Eight Day 

Hour and Half Hour Strike 

Mirrors either side of Door 

$4.25 

3 Fitted with Alarms or Gongs, 

45 cents additional, list 



= — - - — -jaiSaisga^ Ma 

DOUBLET — Oak 



Three Styles 
Six Clocks in a Box 




REFLECTOR 
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MIRROR LINE 

Dial, 6 inches 

Height, 22 % inches 

Eight Day 

Hour and Half Hour Strike 

Mirrors either side of Door 

$4.25 

Fitted with Alarms or Gongs, 
45 cents additional, list 

Three Styles 
Six Clocks in a Box 




i 



CRYSTAL 



PRISM 
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STAR LINE 

BAROMETER 
AND THERMOMETER 

Dial, 6 inches 

Height, 22 % inches 

Eight Day 

Hour and Half Hour Strike 

$4.35 

Fitted with Alarms or Gongs, 
45 cents additional, list 

Any Oak or Walnut 

Mantel Clock 

Fitted with Barometer and 

Thermometer, 55 cents 

additional, list 



DIANA — Oak 




VESTA — Oak 
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STAR LINE 

BAROMETER 
THERMOMETER 
AND CALENDAR 

Dial, 6 inches 

Height, 22 % inches 

Eight Day 

Hour and Half Hour Strike 

$4.75 

We cannot fit Alarms 
in Calendar Clocks 




THALIA — Oak 
Barometer and Thermometer 



URANIA — Oak 
Barometer, Thermometer and Calendar 
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STAR LINE 

BAROMETER 
THERMOMETER 

AND CALENDAR 

Dial, 6 inches 

Height, 22% inches 

Eight Day 

Hour and Half Hour Strike 

$4.75 

Any Oak or Walnut 
Mantel Clock, 
Fitted with Barometer 

Thermometer 

and Calendar, 95 Cents 

additional, list 

Fitted with Calendar only, 

40 cents additional, list 




AURORA — Oak 
Barometer, Thermometer and Calendar 



MINERVA — Oak 
Barometer, Thermometer and Calendar 
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Dial, 6 inches 

Height, 23 inches 

Eight Day 

Hour and Half Hour Strike 

Calendar, 
Barometer and Thermometer 

Topaz Calendar, 

Barometer and Thermometer 
$5.30 

Chicago Calendar, 

Barometer and Thermometer 

$5.70 

Any Oak Mantel or 

Hanging Clock, 

Fitted with Calendar, 40 cents 

additional, list 

Fitted with Barometer and 

Thermometer, 55 cents 

additional, list 




TOPAZ CALENDAR — Oak 
Barometer and Thermometer 



CHICAGO CALENDAR — Oak 
Barometer and Thermometer 
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ITASCA 

HANGING 

Oak 



ITASCA HANGING 
Oak 

Dial, 6 inches 

Height, 253/2 inches 

Eight Day 

Hour and Half Hour Strike 

$4.40 

Fitted with Alarms or Gongs, 
45 cents additional, list 



SUWANEE 

HANGING 

Oak 

Dial, 6 inches 

Height, 26 inches 

Eight Day 

Hour and Half Hour Strike 



Fitted with Alarms or Gongs 
45 cents additional, list 

Any Oak or Walnut Mantel 
Clock fitted with a Drop 
Bracket, when so ordered, 45 
cents additional, list. Level, 
15 cents additional, list. Cal- 
endar, 40 cents additional, list. 
Thermometer and Barometer 
55 cents additional, list 




SUWANEE 

HANGING 

Oak 



THE E. INGRAHAM CO., BRISTOL, CONN. 



103 




PURITAN 

Dial, 6 inches 

Height, 24^ inches 

Eight Day 

Hour and Half Hour Strike 

$4.80 

Fitted with Alarms or Gongs, 

45 cents additional, list 

Six Clocks in a Box 



CABINETS 

Nos. 19-20-21 

Dial, 6 inches 
Height, 193^2 inches 
Eight Day 
Hour and Half Hour Strike 

$3.80 

Fitted with Alarms or Gongs, 

45 cents additional, list 

Three Styles 

Six Clocks in a Box 




PURITAN 



CABINET NO. 19 
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CABINETS 

Nos. 19-20-21 

Dial, 6 inches 

Height, 193/2 inches 

Eight Day 

Hour and Half Hour Strike 

$3.80 

Fitted with Alarms or Gongs 
45 cents additional, list 

Three Styles 
Six Clocks in a Box 




CABINET NO. 20 



CABINET NO. 21 
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Dial, 5 inches 

Height, 153^2 inches 

Eight Day 

Patent Regulator 

Half Hour Cup Bell 

Hour Cathedral Gong 

White or Fancy Dial 

$5.00 

Fitted with Alarms, 
45 cents additional, list 

No. 7 has 
Natural Wood Columns 

No. 8 has 
Imitation Onyx Columns 
Packed 6 Clocks in a Box 




CABINET NO. 7 



CABINET NO. S 
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CABINETS 

Nos. 13 to 18 

Dial, 5 inches 

Height, 15}4 inches 

Eight Day 

Patent Regulator 

Half Hour Cup Bell 

Hour Cathedral Gong 

White or Fancy Dial 



Fitted with Alarms, 
45 cents additional, list 




CABINET NO. 13 



CABINET NO. 14 
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CABINETS 

Nos. 13 to 18 

Dial, 5 inches 

Height, 153^2 inches 

Eight Day 

Patent Regulator 

Half Hour Cup Bell 

Hour Cathedral Gong 

White or Fancy Dial 

$4.75 

Fitted with Alarms, 
45 cents additional, list 












CABINET NO. 15 



CABINET NO. 16 
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CABINETS 

Nos. 13 to 18 

Dial, 5 inches 

Height, 153^ inches 

Eight Day 

Patent Regulator 

Half Hour Cup Bell 

Hour Cathedral Gong 

White or Fancy Dial 

$4.75 

Fitted with Alarms, 
45 cents additional, list 




CABINET NO. 17 



CABINET NO. 18 
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CABINETS 

A TO F 

Dial, 5 inches 

Height, 153^ inches 

Eight Day 

Patent Regulator 

Half Hour Cup Bell 

Hour Cathedral Gong 

White or Fancy Dial 

$5.00 

Fitted with Alarms, 
45 cents additional, list 








CABINET NO. A 



CABINET NO. B 
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CABINETS 

A TO F 

Dial, 5 inches 

Height, 153^-2 inches 

Eight Day 

Patent Regulator 

Half Hour Cup Bell 

Hour Cathedral Gong 

White or Fancy Dial 

$5.00 

Fitted with Alarms, 
45 cents additional, list 




&m 



CABINET NO. C 



CABINET NO. D 
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CABINETS 

A TO F 

Dial, 5 inches 

Height, 15^ inches 

Eight Day 

Patent Regulator 

Half Hour Cup Bell 

Hour Cathedral Gong 

White or Fancy Dial 

$5.00 

Fitted with Alarms, 
45 cents additional, list 







CABINET NO. E 



CABINET NO. F 
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MILFORD — Oak or Walnut 

Dial, 12 inches 

Eight Day, Time $6.00 

Eight Day, Strike 7 . 00 




LOBBY — Solid Oak 

Dial, 12 inches 
Eight Day, Time $7 . 70 
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IONIC — Rosewood 

Dial, 10 inches Height, 22 inches 

Eight Day, Time $6.45 

Eight Day, Strike 7 . 45 




IONIC — Mosaic 

Dial, 10 inches Height, 22 inches 

Eight Day, Time $6 . 70 

Eight Day, Strike 7 . 70 



DROP OCTAGON — Solid Oak 




jgVJOnj;7,"7A7/17/! , J1174.i I 




12-INCH DROP OCTAGON 

Dial, 12 inches Height, 25 inches 

Eight Day, Time So . 8.5 

Eight Day, Strike 6 . 85 

Eight Day, Time, Calendar 6.25 

Eight Day, Strike, Calendar 7.25 



10-INCH DROP OCTAGON 

Dial, 10 inches Height, 21 inches 

Eight Day, Time $5 . 55 

Eight Day, Strike 6 . 55 

Eight Day, Time, Calendar 5 . 95 

Eight Day, Strike, Calendar 6 . 95 



8-INCH DROP OCTAGON 

Dial, 8 inches Height, 19 inches 

Eight Day, Time $5.25 

Eight Day, Strike 6.25 

Eight Day, Time, Calendar 5 . 65 

Eight Day, Strike, Calendar 6.65 



INGOT — Solid Oak 




12-INCH INGOT 

Dial, 12 inches Height, 25 inches 

Eight Day, Time $o . 85 

Eight Day, Strike 6 . 85 

Eight Day, Time, Calendar 6.25 

Eight Day, Strike, Calendar 7.25 

10-INCH INGOT 

Dial, 10 inches Height, 21 inches 

Eight Day, Time $5 . 55 

Eight Day, Strike 6.55 

Eight Day, Time, Calendar 5 . 95 

Eight Day, Strike, Calendar 6 . 95 

8-INCH INGOT 

Dial, 8 inches Height, 19 inches 

Eight Day, Time $5.25 

Eight Day, Strike 6.25 

Eight Day, Time, Calendar 5 . 65 

Eight Day, Strike, Calendar, 6 . 65 
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LYRIC 

SOLID OAK 

Dial, 12 inches 
Height, 27 inches 

Eight Day, Time $5.90 

Eight Day, Strike 6.90 

Eight Day, Time, Cal... 6.30 
Eight Day, Strike, Cal. . 7 . 30 

LUSTRE 

SOLID OAK 

Dial, 12 inches 
Height, 27 inches 

Eight. Day, Time $5.90 

Eight Day, Strike 6.90 

Eight Day, Time, Cal. . 6.30 
Eight Day, Strike, Cal. . 7 . 30 




LYRIC — Solid Oak 



LUSTRE — Solid Oak 



DEW DROP 

IMITATION ROSEWOOD OR OAK FINISH 




Dial, 12 inches Height,, 23H inches 

Eight Day, Time $5.85 

Eight Day, Strike 6 . 85 

Eight Day, Time, Calendar 6.25 

Eight Day, Strike, Calendar 7.25 



HARTFORD — Solid Oak 




Dial, 12 inches Height, 32 inches 

Eight Day, Time $6 . 60 

Eight Day, Strike 7 . 60 

Eight Day, Time, Calendar 7 . 00 

Eight Day, Strike, Calendar 8 . 00 



COMMERCIAL — Solid Oak 




Dial, 12 inches Height, 32 inches 

Eight Day, Time $6 . 60 

Eight Day, Strike 7 . 60 

Eight Day, Time, Calendar, 7 . 00 

Eight Day, Strike, Calendar 8 . 00 



WESTERN UNION — Solid Oak 




Dial, 12 inches Height, 36 inches 

Eight Day, Time $6 . 60 

Eight Day, Strike 7 . 60 

Eight Day, Time. Calendar 7 . 00 

Eight Day, Strike, Calendar 8 .00 



POSTAL — Solid Oak 




Dial, 12 inches Height, 31J4 inches 

Eight Day, Time $6 . 90 

Eight Day, Strike 7 . 90 

Eight Day, Time, Calendar 7 . 30 

Eight Day, Strike, Calendar S . 30 



HERALD 

SOLID OAK — RUBBED FINISH 




Dial, 12 inches Height, 33 inches 

Eight Day, Time $6 . 90 

Eight Day, Strike 7 . 90 

Eight Day, Time, Calendar 7 . 30 

Eight Day, Strike, Calendar 8 . 30 



NORTHWESTERN — Solid Oak 




•JPT&te 




Dial, 12 inches Height, 39 inches 

Eight Day, Time $7.05 

Eight Day, Strike S . 05 

Eight Day, Time, Calendar 7.45 

Eight Day, Strike, Calendar 8 . 45 



LANDAU 



SOLID OAK — RUBBED FINISH 
GOLDEN OAK OR MISSION FINISH AS SPECIFIED 




Dial, 10 inches Height, 3834 inches 

Eight Day, Time $7 . 05 

Eight Day, Strike 8.05 

Eight Day, Time, Calendar 7 . 45 

Eight Day, Strike, Calendar. .- 8 . 45 



RELIANCE — Solid Oak 




Dial, 12 inches Height, 3SM inches 

Eight Day, Time $8 . 00 

Eight Day, Strike 9 . 00 

Eight Day, Time, Calendar 8 . 40 

Eight Day, Strike, Calendar 9.40 



HIGHLAND 

SOLID OAK — RUBBED FINISH 




Dial, 12 inches Height, 37% inches 

Eight Day, Time $8 . 00 

Eight Day, Strike 9 . 00 

Eight Day, Time, Calendar 8 . 40 

Eight Day, Strike, Calendar 9.40 



ORMOND 

SOLID OAK — HAND POLISHED 




Dial, 12 inches Height, 35}^ inches 

Eight Day, Time SI 1 . 70 

Eight Day, Strike 1 2 . 70 

Eight Day, Time, Calendar 12.10 

Eight Day, Strike, Calendar 13. 10 




&. MUGFORD 
HARTFORD 



,> 



